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fOURSEASOSS 



Your one stop shop for 



- air conditioning 

' heating ^ 

- major construction 



FOUR SEASONS 

>'} AIR CONDITIONING 




Heating and Air Conditioning Destin FL 



Fort Walton Beach Air Conditioning Company 



Four Seasons Air Conditioning Heating & Refrigeration lias 
been in business since 1983. We are family owned and 
operated and we specialize in the following: installing, 
maintaining, and repairing furnaces, heat pumps and air 
conditioning systems on the Emerald Coast. Our customers 
have come to trust Four Seasons A/C Heating & 
Refrigeration for all their air conditioning& heating needs 
year round. We offer fast and reliable home town service 
with a professional attitude. 

If you're a home owner who requires service or a builder who needs acomplete 
heating and cooling system installed call Four Seasons A/C, Heating& Refrigeration. 
We are your one stop shop that will keep youcomfortable all year round I 

Four Seasons has twenty five full time employees, who are dedicated to the service 
and repair of air conditioning and heating systems, ranging from one and one half 
ton residential systems to commercial systems in excess of one hundred tons in 
capacity. 




Air Conditioning 

Living on tine Emerald Coast and Nortliwest Fl. areas does 
require you to be sure that your air conditioning systems 
worl< efficiently and at top performance to keep up with 
the 95 deg. Days. 

Cooling your home uses more energy and drains more 
energy dollars than any other appliance in your home. 
Typically, 44% of your utility cost goes for cooling and 
heating, No matter what kind of systems you have in your 
house. 

You can save money and increase comfort ability by properly maintaining or 
upgrading your system. Always remember, an energy efficient system alone will 
not have as great an impact on your energy costs as using the whole house 
method. By combining proper system, maintenance, and upgrades with 
appropriate insulation, weatherization, and thermostat setting, you can cut your 
energy. 




Services 



Let Quality Through Team Work save you money. We offer competitive rates for 
repair and maintenance calls Residential and Commercial. 

Heating & Cooling System Tune-ups are Important 

Your Heating and air conditioning systems work very hard day and night. They cycle 
on and off, starting and stopping 6 to 10 times an hour and run up to 80% of the 
day. Air manufacturers in our industry recommend annual maintenance. What 
most CONSUMERS do not realize is that in the outline of their warranties, the 
manufactures require maintenance for the warranties to remain in effect. 

By having a Energy Saving Plan with us you will SAVE operating cost during the 
peak season and have a piece of mind that your system has been maintained by 
our Professional service technicians but also efficiency and capacity was restored 
while improving comfort. 

Our Precision Tune-Up Rates Are: 

Precision air conditioning tune-up......$109.00 Per Year 

Precision heating tune-up.. $109.00 Per Year 

Precision heat pump tune-up.. $155.00 Per Year 



Heating 



Four Seasons Air Conditioning Heating & Refrigeration lias 
been in business since 1983. We specialize in the 
following: Replacement, maintaining, and repairing, gas 
furnaces, heat pumps and air conditioning systems 
throughout the Emerald Coast. Our customers have come 
to trust and spreads the word that Four Seasons Air 
Conditioning Heating & Refrigeration has the best service 
that is reliable, fast and professional. 

We carry a complete line of heating equipment: Bryant, Ruud, Goodman, Four 
Seasons Signature and all other makes and models. We will do a complete load 
analysis on your home or business to match your needs with the right SIZE Air 
Conditioning and Heating system to ensure you stay comfortable year around. 

Heating and cooling your home uses more energy and drains more energy 
dollars than any other appliance in your home. Typically, 44% of your utility cost 
goes for cooling and heating. No matter what kind of systems you have in your 
house. You can save money and increase comfort ability by properly maintaining 
and upgrading your system. 




For more information please visit 
http://www.fourseasonsairconditioning.com 



